RG104 E-1 Box 149 
HERMAN Weser. EvuGENE WEBER. 


Office of H. WEBER & Co. 


IMPORTERS OF 
Optical Goods, Watch Materials and Jewelers’ Findings. 
WHOLESALE JEWELERS. 


P. ©.-Box 3474. 42% Washington Street. 


Coston Eh. abs ‘7 


Me Mottola udker 
acters Li pea a Affe Thao 


A LA 


Lf Cee ee é 


as he o> 


Ae CE EE ee. ee LE a 
ee 


oat 7 


Vag 


LEA SS) Li 


a maa ep Be Ne — Zed 


—— Cee ee ee ae Ri. 3 ss 


LAT GEC shuSe 





1 4, 8 6 RG104 Et Box 149 
} 


Sis [MAass. 
Bree. 5, / 887 


oH, Weber *@ (G0. 
6. blown 
etn, hors ae 


hy, 23% iy: 
Entlovieus 


DEC G 1887 ~— 


nee jal rie 


RG104 E-1 Box 149 


Hn of the {frit States al {itdetphia, fh. 


SUPEHRINTHNDENT’S OF FICH, 


5 © re hes ; 1887. 

rv er tt, coco faany ing 
lithe, O eirrtll oeppook (ull, Uite cay Ope be- 
frsers Jae PE, neardayed auck th, peer 
the oS 111.8 ad asfacrtasl bj) Goes 
TAD COD UY ODES A Oe Ppermni A 
ETB s,s I 

Ce5 (Lag fp eZ ull, 
Grow Darl Ind ne H,5, Got 
eT Cio eae 
Ph. 


NARA RG104, Entry 1, Box 149 


[Letter One: ] 
[Abstract:] Complain of insufficient returns from Gold Deposit sent Nov. 23« 1887. Enclosures 


Herman Weber, Eugene Weber. 

Office of H. Weber & Co.,Wholesale Jewelers 

Importers of Optical Goods, Watch Materials and Jewelers’ Findings. 
P.O. Box 3474. 424 Washington Street. 


Boston 
December 5, 1887 


United States Mint 
Gents 


Mr. H. Weber who attends to our Gold a/c has just arrived home from a trip and has examined 
your last assay of Gold sent you Nov. 23« 1887. 


It contained 

















19 1/3 dwts Gold leaf 
172 Y 18K 
132 iz 14K 
472 * 10K 











He thinks that the same should have amounted to more than was sent. Please inform us if there 
was no error and oblige 


Respt 
H Weber & Co 


Received Dec 6 1887 
U.S. Mint, Phila. 


[Noted in margins:] 18779 11/25 
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[Letter Two:] 


Mint of the United States at Philadelphia, PA 
Superintendent’s Office, 
December 6, 1887 


Dear Sir 


In answer to the accompanying letter I would respectfully state that the deposit has been 
reassayed and the assay is the same as reported on the memorandum sent to the depositor and the 
calculations have been reexamined and there is no error here. 


Very respectfully 
H.S. Cortina 


Hon Dan’! M. Fox 
Supt U.S. Mint 
Phila 


